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NO, SCAMP! THOSE SPO77ED OH, WHY DID I HAVE 
DOGS ARE THE ONLY KIND THE TO BE ALAIN 27 
FIRE DEPARTMENT USES FOR 
MASCOTS! 


SAY , LOOK 
AT THOSE SPOTS 
ON HIM! 
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a SK 
1 WAKE UP! sear UPS 


Wact Disneg’s 7 
“ong X 


THAT SON OF OURS HAS BEEN UP SINCE THE CRACK OF OH, NO,YOU DON'T! TRAMP! GET UP! 
DAWN GETTING INTO EVERYTHING —AND I JUST CAN'T GET UP, I SAY! GET UP THIS VERY 
; DO MY CHORES WITH HIM AROUND! MINUTE! AOW7 


OKAY , OKAY! 
T CAN'T SLEEP 


TLL SPEAK TO “HIM 
LATER, PIDGE! ( YAWN!) 


UUST LOOK AT WHAT HE'S DONE TO JIM DEAR'S 
BOOTS! GOODNESS! I WONDER WHAT HE'LL SAY 
WHEN HE SEES THEM? 


AND DARLING WILL |, 
BE FURIOUS WHEN 
SHE SEES HER , 


GOOD GRIEF! HE 
CHEWED THEM TO 
Bits! 


POP? THIS 
1S FUMY 


I HAVE AN AWFUL LOT OF THINGS TO D0! I HAVE TO 

WAKE UP JIM DEAR , BRING HIM HIS SLIPPERS AND HIS 

MORNING PAPER , AND THEN CHASE THE BLACKBIRDS 
OFF THE LAWN! 


YES, YOU CAN HELP! TAKE SCAMP FOR A WALK IN 
THE PARK ,AND RUN OFF SOME OF HIS ENERGY! 


OKAY! BUT I'M 
‘STILL SLEEPY! 


SEE THAT HE DOESN'T GET INTO ANY 
MISCHIEF —AND IT WOULDN'T BE A BAD 
ADEA TO TEACH HIM THE FACTS OF 
DOGDOM ... THINGS A PUPPY 


Wii ; 


COME ON, SON — 
WE'RE GOING FOR 
AWALK IN THE 

PARK! 


FACTS, SON, ARE THINGS THAT KEEP YOU 
QUT OF TROUBLE WITH HUMANS, AND 
KEEP YOU OUT OF THE DOG POUND! 


OH I SEE! 
WHAT'S A 
DOG POUND? 


WE WOULDN'T WANT TO SEE HIM 
END UP IN THAT AWFUL DOG POUND, 
WOULD WE? 
YOU'RE RIGHT, PIDGE 
(T'S ABOUT TIME HE 
LEARNED THE THINGS 
A D06 DOESW'T DO! 


AND AT THE SAME TIME I'LL 
HAVE A DOG-10-DOG TALK WITH 
YOU AND TEACH YOU A FEW 
FACTS OF DOGDOM! 


WELL, IF YOU DO SOMETHING / 
WRONG , HUMANS IN BLUE 
UNIFORMS GRAB YOU AND 

\, PUT YOU IN A FENCED 

AREA WITH LOTS OF 
OTHER DOGS! THAT'S 
A DOG POUND! 


THIS IS ONE OF THE FACTS 
THAT WILL GIVE YOU A YOU MEAN I 
ONE-WAY TICKET TO AN'T HEAR THE 
THE DOG POUND! CRASH OF TIN 
CANS ANY MORE? 


WOW! LOOK AT THE NO, SCAMP! 
SWELL TRASH CAN 
TO TIP OVER, POP! ins 


ro 
Sooee 


ANOTHER ONE OF THOSE FACTS IS — 
YOU CAN'T BITE HUMAN SHINS! 
pen 


GEE wuiz! FACTS 
SURE SPOIL OUR 
GOSH , THAT'D FUN, EH, POP ? 
BE AWFUL! 


BETTER NOT! ONCE 
YOU'RE IN THE POUND 
YOU MAY NEVER 
GET OUT! 


BUT IT'S OKAY IF NOPE! SORRY, SON ! | A CHICKEN IS LIKE HIMMEL! IT'S THE 


WE NIP AT THE |I]{ AND Also, WE'RE NOT Aaa BRD TRAMP! GOOD MORNINK, 
MMILKMAN OR THE |E\ “TO CHASE CHICKENS! ! 
\ Postman, iNT JO 
IT, POP? 


S7OP DO, ce HI, DACHSIE! WHO'S Y DOT’S MY LITTLE NEPHEW ! 


DOT'S MY FRVENO. | HE STILL HAS TO LEARN A 
Q FEW FACTS OF LIFE! HIS 
NAME 15. 


FASTER THAN 
YOU CAN! 


IS GOOT. YES? 


a 
SCAMP. THIS IS SPEEDY! VY DON'T BOTH OF ¥CU 
GO CHASE YOURSELVES AROUND THE BLOCK! DOT 


ME,TOO! BUT 
MY POP SAYS 


YAH! DOTS 


DOT IAM,ON 
ACCOUNT I DON’T 
GET MUCH ZLEEP! 
SPEEDY WAKES UP 
EARLY EVERY 

MORNINK. «+ 


BARKING! 


VEN VE GET TO PARK VE 

GO TO ZLEEP, AND LET THE 

KEEDS GO RUN OFF STEAM! 
DOT IS GOOT, YES 


SOUNDS GOOD BUT I 
PROMISED LADY L'D 
WATCH SZAMP AND 
KEEP HIM OUT OF 


MISCHIEF! 


DO YOU LIKE TO 
CHEW SHOES, 
SPEEDY? 


YAH , YAH | 'SPECIALLY 
WID PEOPLES FEET 
INSIDE! 


DO YOU LIKE TO CHEW SOCKS A/7WOUT PEOPLES 
FEET INSIDE? 
YAH! WID PEOPLES 
FEET INSIDE MORE 
BETTER! 
YS 


SO 1 TAKE HIM FOR A WALK IN THE PARK SO MY 
MASTER CAN ZLEEP! IT 1S GOOT SPEEDY IS ONLY 
VISITING ME ONE WEEK! 


‘I KNOW HOW YOU FEEL! 
I GET UP EARLY, T00! 


THEY BE OKAY, 
‘TRAMP ! ( YAWN!) 
OH, IM ZO 
ZLEEPY! 


GUESS YOU'RE RIGHT, 

DACHSIE! SCAMP NOW 
KNOWS A FEW FACTS ! 
HE'LL BEHAVE HIMSELF, 
gee I'M SURE! 


HERE WE ARE, DACHSIE . AND WEHAVE A 
NICE SHADY TREE! 
FINE! KEEDS, 
YOU GO RUN, JUMP AND 
PLAY! BE GOOT KEEDS 
AND DON'T FIGHT! 


VEE BE SOOT, AND REMEMBER WHAT I TOLD yOu, 
UNCLE DACHSIE! SCAMP! WE'LL BE 


VEE PLAY NICE SLEEPING , I MEAN... 
AND VEE VON'T TALKING THINGS OVER: 
IGHT! . BY THIS BIG TREE! 


x < 
‘SURE POP! I'LL V4 
REMEMBER THE FACTS YOU TOLD M 


GREAT IDEA OF YOURS, 

DACHSIE !(YAWN!) POOR 

GUY, HE'S ALREADY 
FAST ASLEEP. 


z, 
i 


YOU VANT TO MAKE 

RACE TO FOUNTAIN 2 

T RUN FAST~—TRY TO, 
BEAT YOU! 


Hey! Z WAS 
SUPPOSED TO. 
SAY "THREE"! 


oops! I STOMP 
ON MY EAR! 


WHAT'S THIS 
STUFF, SPEEDY? 


DOT IS CEMENT! VEE 


GET STEEF, YE! 


THIS IS GOOT TLL SAV! THIS IS MORE FUN 
FUN, NO? THAN DOING THINGS WE AREN'T 
SUPPOSED 10 00! 


I DUG UP ABOUT 
A DOZEN ALREADY! 


TLL BET YOU I 
CAN 2YG FASTER 


NOW VOT VE DO? 


2 
aos THAN YOU CAN! 


ALREADY I DIG MUCH 
MORE! DOTS VY DEY 
CALL ME SPEEDY.’ 


“THOSE AREN'T CHICKENS, 
ARE THEY, SPEEDY? 


MY PAPA VAS DER 
FASTEST DIGGER IN 


THEN WHAT ARE WE DOT IS GODOT! VE 

WAITING FOR? POP GOOT D0GS, VE 

‘SAID NOTHING ABOUT DON'T CHASE 
GEESES! CHICKENS! 


| AEYS Waar GOES ON HERE? BEAT IT, YOU MUTTST 
lal JIMINY! LOOK WHAT THEY DID 70 THAT FLOWER 


GOSH! ARE YOU SURE” 
THOSE WEREN'T CHICKENS, 
SPEEDY? 


SURE I'M SURE! 
CHICKENS DON'T GO 
AONK ! HONK S 
CHICKENS GO CLUCK, 
CLUCK, SQUAWKY, 


DACHSHUND 


HELLO! HELLO! DOG POUND? 
GET OUT HERE AND PICK UP A 
AND A MUTT! THEVIRE 
Sm RUNING THE 
PARK! 


THERE THEY ARE! A 
DACHSHUND AND A 


VOT HAPPEN ? 
VE DON'T DO 
NOTTING, 


SHH! CREEP UP ON 
j THEM! THEY'RE FAST 
ASLEEP! IT'LL BE 


DON'T WORRY, 
DACHSIE! WE'LL GET 
QUT! THEY CAN'T KEEP 
US IN HERE LONG! 
THERE MUST BE SOME 

EXPLANATION ! 


SCAMP AND 
SPEEDY! 


THERE'S YOUR EXPLANATION, 
BUT DON'T LET THEM SEE Us! 
= LC 
HIMMEL! DAT ap 
PARK 1S BROKEN 
IN PIECES! LW: 


WHAT A FIX IM IN! IF LADY KNEW I WAS : THEY CAN'T SEE US BUT WE'LL 
SLEEPING ON THE JOB, SHE'D NEVER FORGIVE ME! | : Dee )\ HAVE TO GET OUT BEFORE SOMETHING 
SO =] =| : HAPPENS TO THEM! 
1 Don't vant | Z a 3 AS S 
‘My NEPHEW TO a 
KNOW HIS UNCLE [= iT - ‘ LOOK, scamP! 7 GOSH! LOOKS! 
1 A POUND i] A POUND @ij Like THERE'S 
Dos! ‘ Tax = WAGON! J A COUPLE OF 
; BL p06s WN iT! 


YEAW! GOOD THING 
WE'VE BEEN BEHAVING [Ml DEY DON'T SPOIL OUR FUN! 
OR THOSE MEN MIGHT VE TURN OVER NICE TRASH 
HAVE NABBED G5.” JA CAN, YAH? 


POOR GUYS! MAYBE THEY YAH! OR MAYBE 

DIDN'T KNOW THE FACTS CHEWED SOCKS AND 

AND CHASED CHICKENS! SHOES WID FEET / — 
IN THEM! 


THAT'S ANOTHER 
THING THEY PUT 
YOU INTHE =f 
POUND FOR! 


MO, SPEEDY, WOS 
STOP! THAT'S A 
FACT! 


LeT'S GO BACK AND ME ZLEEPY 100! MY 
TAKE A NAP! IM EYSS DON'T STAY OPEN 
SLEEPY! UP, AND MY MOUTH IS . OKAY, DACHSIE—THE COAST 


MAKING YAWN! IS CLEAR! LET'S GET BACK J 
VE GO, YES? ‘ TO THE PARK! 


YOU SURE KNOW | | 
YOUR WAY IN AND \ 
OUT OF DOG J | 
POUNDS, if 
TRAMP! 


WE'RE IN LUCK! THEY'RE 
STILL HERE! LET'S TAKE 


NEXT TIME ,DACHSIE , WE'LL TAKE 7UAMS SLEEPING! 
2 
"EM HOME! Se 


= 


DOT'S RIGHT! I 
ZLEEP, YOU KEEP EYE 
OPEN UP! YOU ZLEEP, 
I KEEP EYE OPEN 
UP} GOOT ! 


ei 
Lule. 
[ 


YOU MUST BE AWFULLY TIRED YOURSELF! WHY 
DON'T YOU TAKE A LITTLE NAP,TOO? YOU 
DESERVE IT! 


| HERE HE 1S, LADY, AND THAT WAS AWFULLY NICE OF YOU, 
1 HE'S ALL TUCKERED OUT! |\ TRAMP, TO WATCH HIM AND KEEP 


HIM OUT OF MISCHIEF! 


NS 


MY, WHAT A SWEET, INNOCENT- LOOKING PUPPY! PLEASANT 
DREAMS, SCAMP! 


DON'T WORRY, 
HE'LL HAVE 'EM! 


Warr Disney's 


WHERE DO YOU SUPPOSE I DON'T KNOW, TRAMP! 

SCAMP HAS BEEN GOING IT'S MIGHTY STRANGE -HE 

WITH HIS FOOD THIS DISAPPEARS FOR AN HOUR OR 

PAST WEEK, PIGEON? 4 $0 AND THEN RETURNS WITH 
HIS EMPTY PLATE! 


DO YOU SUPPOSE I SHOULD } { NO, DON'T WORRY ABOUT / 

FOLLOW HIM, PIDGE , AND HIM! HE'LL BE ALL RIGHT- z q AW! I SEE JOCK 

SEE WHAT HE'S UP TO? HE'S A GOOD PUP! fi |/ 1S BUSY TALKING TO 
- ' TRUSTY! GOOD! 


a i “\C Now's My CHANCE! 


TLL DUCK DOWN CONGR-R-RATULATIONS ) Hy 7, 
AND SNEAK ACROSS ‘ON YOUR BIRTHDAY, , HERE'S JOCK'S 
SO THEY WON'T SEE TR-RUSTY! : BONE PILE! 
ME AND GET { iy NOW TO WORK 
susPICiOUS! A x 


anne 
WRRARF! LOOK AT THE BONES ! 
AS UNCLE JOCK WOULD SAY, 

ae IT'S A GR-R-RAND SiGhT! ” 


—_——_——_. — 

/ ecsines, iM NOT srEALNG en) 
I'M JUST BORROWING THEM! AND = 
WHEN I GROW UP AND HAVE LOTS f<c0 2 Ane 

I. OF BONES, I'LL PAY JOCK BACK a 

> DOUBLES ‘. 

| 


Se 


SINCE TODAY IS YOUR BIRTHDAY, T'VE DECIDED 
TO DIG UP A FEW OF MY BONES AND HAVE A 
PARTY FOR YOU! 


GR-GREAT SCOTT! SOMEONE'S 
| BEEN IN MY &OWE PILE! 
 < NEVER LEAVE 'EM ‘ 

UNCOVERED! 


—> 

I'M SURE JOCK WON'T MIND IF 

I TAKE A FEW MORE OF THESE— 
HE HAS SO MANY ! 


OOPS! HERE COMES JOCK 
NOW! I'D BETTER HIDE! 


OF COURSE, LADY AND ) { GOSH! THAT WILL 
TRAMP, SCAMP AND. BE WONDERFUL, 
His SISTERS WILL ALSO} %, JOCK! 
BE INVITED! d 


| By GoRRA, TLL GeT 
TO THE BOTTOM OF 


GEE! 1 HOPE HE 
DOESN'T COUNT 


I KNEW IT! THREE t gai] LOOK, JOCK- TRACKS! RIGHT YE ARE, TR-RUSTY! 
OF THEM ARE MUST BE THE VARMINT | WHAT SORT OF ORNERY 
MISSING ! : 6 WHAT TOOK 'EM! MONGRR-EL_ DO YOU 

/ iL SUPPOSE TOOK MY 
BONES ? 


LET ME SEE...AW'LL TELL Jj 1'LL cover uP | K GEE! IF JOCK FINDS OUT 
YOU WHO THE VARMINT 15/1] MY BONES...THEN 11'S ME, TLL NEVER GET 
IN A MINUTE! WE'LL GO AFTER } INVITED TO THE PARTY! 
HM! j 


WELL, WHO 1S 


wo 18 MUH NOSE TELLS ME IT's A)” THAT's A 
1T, TR-RUSTY? 


HOUND-DOG...HALF GREAT _{ VURRA STRANGE 
DANE AND ONE-THIRD COMBINATION! 
_ COYOTE! 


GOOD THING 
TRUSTY'S SNIFFER 
ISN'T SNIFFING 
TOO GOOD ANY 

MORE! 


THAT REMINDS ME, DID . EVAH TELL YO’ 
ABOUT THE TIME MUH GRANDPAPPY 
BEAUREGARDE AND I WERE TRACKIN! 

A DESPRIT CRIMINAI = 


TILL TRACK HIM DOWN FOR YOU, JOCK! 
HE WON'T GET AWAY— NOT WITH MUH 
FINE SENSE 0’ SMELL! 


YES, SUH! WE WERE BOUNDING THROUGH THE GEORGIA 


rem) 


SWAMPS , UP TO OUR EARS IN WATER AND CROCODILE: 


I'VE HEARD ABOUT THAT, TR-RUSTY! NOW IF YOU 
DON'T START TRACKING DOWN THIS CR-R-RIMINAL, 
MY BONES WILL BE HALFWAY ACR-ROSS TEXAS! 


TLL DUCK THROUGH THIS CULVERT— IT'LL 
THROW THEM OFF MY TRACK! HEH,HEH! 


TRUSTY WILL NEVER BE 
ABLE TO FOLLOW THE SCENT 
THROUGH WATER! HEH, HEH! 


I'LL REST AWHILE ~ 
UNDER THIS BUSH — 

THEN GET ON MY WAY 
WITH THESE BONES... 


UH-OH! HERE 
THEY COME! 


NOW TO'JUMP ON THIS LOG 
AND FLOAT ACROSS THIS 


(PUFF! PUFF!) WHEW! 
THIS DISH 1S GETTING 


THIS WAY, JOCK ! 
HE WENT THROUGH 
THIS PIPE! 


etre ng 


Nn 


x 


CAREFUL, JOCK— HE STILL 7 y aL 
‘MIGHT BE IN HERE! {TUL cAtcu ? I TWINK TLL STAY 
WIM ON THE AWHILE AND WATCH 

WAY OUT? THE FUN! 
y ts ] 


— ] : “(wyire-rusty...11s 007] 
IGOTHM,) SORRY, LADDIE! 
‘TR-RusTy! 


BITIN' MY 
SENSITIVE 
SNIFFER IS 
LIABLE TO 
"RUIN MY 
TRACKIN' 
AgiLity | 
NOW SHOVE 
ME OUT...’ 


GET READY, TR-RUSTY — 
HERE I COME! 


‘AN! VE pickeD \ 
UP THE TRAIL 
AGAIN ON THIS 

OL LOG! 


HE MUST BE HE CAN'T BE IN THIS LOG! / 

MIGHTY CLOSE, } IT'S TOO SMALL FOR AY 
JOCK... y COMBINATION GREAT’ 

DANE AND COYOTE! 


RIGHT YE ARE. 
. THERE'S HIS TRACKS ! 
HE MUST BE WE'VE GOT HIM 
BERIND THAT CORNERED! GO 
BUSH! GET HIM, TRUSTY! 


TIM TRAPPED! T CAN'T GO \aRSeN YOU GO AFTER HIM, 
THROUGH THAT FENCE ... IT'S TRUSTY, YOU'RE BESIDES , THEY'RE YOU? 
BIGGER THAN BONES! 


OH, BOY ~ THEY'RE 
ALL ASLEEP! I 
CAN MAKE IT 
ACROSS THE 


WHERE DO YOU SUPPOSE HE 
FOUND THOSE BONES? TLL 
MAKE OUT I DON'T SEE HIM! 


GOSH ! THAT WAS 

CLOSE! CAN'T STOP TO 

PICK UP THAT BONE 

NOW — POP MIGHT 
WAKE UP! 


FS carr aac 
I DON'T THINK HE'D STEAL THEM ! 
IT WOULD BREAK LADY'S HEART IF ° a 
HE DID! I'LL LET HIM GET A HEAD 2 . OKAY, WE'LL R-R-RIGHT! YOU Vee 
‘START...THEN I'LL FOLLOW HIM! ‘ | || BO7A/ GO TAKE THE LEFT SIDE, 
o... TLL TAKE THE, A 
RR-RIGHT! 


7 NOT HERE! HE MusT | UH-OH! SOUNDS LIKE JOCK 
HAVE GONE THROUGH AND TRUSTY! SCAMP MUST 
THAT HOLE IN THE aI . : HAVE... OH,NO! HE 


FENCE! : 4 j COULON'T HAVE! 5 


“THERE'S YOUR " YOU ...YOU 

GREAT DANE MONGR-R-RELL 

BONE- STEALER, % Ja I MIGHT HAVE KNOWN IT! 
‘TR- RUSTY! 


BUT I'M SURE THERE 
MUST BE SCME 
EXPLANATION! -I WAS 
I HATE TO SAY THIS ,\ |= = JUST ON MY WAY-TO 
BUT SCAMP is = = FOLLOW HIM! 


BETTER HURRY SO I CAN 
GET BACK IN TIME FOR 
THE PARTY! 


|] X KNEW YOU WOULDN'T DO A THING 
LIKE THAT! 
YOU PUPS STAY : ¢ 
|JHERE! YOUR FATHER AND I 
|| WILL FIND SCAMP! 


ml eect ee 
THERE HE GOES...) DON'T PUNISH OH, YES DON'T LET HIM SEE US 
THROUGH THAT = : HIM, LADY, HE HE DoES! \\ I'm CURIOUS TO KNOW 
TUNNEL! DOESN'T KNOW) | I'VE TAUGHT }\ WHAT HE DOES WITH 
e . HE DID HIM RIGHT THOSE BONES! 
‘WRONG! 


ACROSS THE TRACKS 
INTO THE DUMP YARD! 


I WONDER IF 
THEY'RE STILL 
HERE ? 


(GULP!) ARE YOU 
GOING TO SPANK 
ME, POP? 


WE MIGHT 
HAVE KNOW 


I FOUND THEM LAST WEEK, 
JOCK, AND THEY WERE 
AWFULLY HUNGRY! I 
THINK THEY'RE 
ORPHANS! 


BONES! I'M GOING TO 
PAY YOU BACK WHEN 
I GROW uP! 


FORGET IT, LADDIE | 
YOU WON'T HAVE TO 
PAY ME BACK ! 


THEN YOU'RE NOT MAD. AT ME ? 
I CAN STILL GO TO TRUSTY'S A 
BIRTHDAY PARTY 2. 


TAKE THEM 
HOME WITH 
Us, MOM. 


TO DO WITH 


FIRST WE BETTER 
FIGURE OUT wut) 

ees 
THOSE PUPS! 


I DON'T SEE WHY NOT! WE CAN TAKE CARE OF THEM 
UNTIL WE FIND THEM A NICE HOME! 


AY, Degp 7e09" 
pry Big THPAY, Dee 1 
we ae? gigtHay r youl 43, 


Mave Disneys i 


THERE ISN'T ANY MORE TO TELL, 
EXCEPT — IF YOU SHOULD EVER 
; MEET UP WITH ONE , DON'T PICK 
LET'S HEAR AFIGHT! LEAVE IT ALONE! 
MORE ABOUT THE RIGHT, JOCK ? 
TIME YOU WENT = 


AFTER THAT 
RAT, POP! 


AYE! WHAT TRAMP 
SAYS IS TRUE ,LADDIE ! 


B-BUT HOW 


THEYRE VICIOUS, 
DANGEROUS CREATURES! wilt I 
J KNOW ONE IF 


I SEE ONE? 


R-R-RATS ARE FEARSOME THINGS 
WITH RED AND GREEN EYES ! 


_| AND THEY HAVE A TAIL 


CwHew!) you 
SURE GAVE ME A. 
STARTS 


WELL, I'M GOING OUT 
FOR A.WALK ! 
‘SEE YOU LATER! 


I HOPE POP DOESN'T THINK 
I WAS SCARED~ BUT I WAS! 
WONDER WHAT I'D 00 IF 
EVER MET A,..UH-OH 


‘| HL, SCAMP! 
WHAT'S NEW? 


ME? WHAT 
DID I DO? 


WELL, I'VE ‘BEEN CALLED 
LOTS OF THINGS - BUT 
NEVER A RAT! 


FOR A MINUTE I 
THOUGHT YOU WERE, 


BUT IF POP COULD 


HANDLE ONE, I BET 


I COULD TOO! 


WHAT ARE THOSE 
ROUND THINGS 


YOU MEAN RATS 
CAN WALK UP ROPES? 
THAT'S A NEAT 
TRICK! 


SEEN A REAL 
ONE, SCAMP? 


NO! BUT POP'S BEEN TELLING ME 
ABOUT RATS —AND I'VE BEEN 
WARNED TO STAY AWAY 


DON'T BE TOO SuRE! You've 

GOT SOME GROUUNG 10 DO 

BEFORE YOU CAN FILL A/S" 
FOOTSTEPS, SCAMP! 


I WONDER 

IF I CAN 20 IT? 

WATCH THIS, 
PEG! 


SCAMP! COME BACK HERE— 
YOU CAN'T GO ABOARD! 


AW, I'LL BET POP WOULD 
1 HE WERE HERE! BESIDES, 
IVE NEVER BEEN ON ASHIP 
BEFORE! I'M CURIOUS TO 

‘SEE WHAT THEY'RE LIKE! 


GOODNESS! I BETTER = Scamp! THATS | UST A SECOND, PEG! 
GET HIM ASHORE BEFORE |_# ENOUGH! NOW /-cemrer | FIRST I WANT TO SEE 
COME ON! WHAT'S INSIDE THESE 

FUNNY ROUND WINOOWS! 


YOU'D BETTER GET 
‘OUT OF THERE QUICK! 


HMM! I WONPER 
F THIS 1S. THE WAY 
our? 


GOSH! A GUY 
COULD GET. LOST 
IN HERE WITHOUT 
HALF TRYING! 


‘AM! A DOOR ! eo 
MAYBE THIS yIPES! THIS 

WILL TAKE ME DOESN'T GO QUT— 
OUTSIDE! 'T GOES DOW, 


CCP) AT 
SURE 15 SCARY 
DOWN HERE! 


YEOW! I'M GETTING WAIT A MINUTE! THIS Is 
OUT OF HERE! MY BIG CHANCE TO PROVE 
JM AS COURAGEOUS AS POP! 


I'M COMING ,SCAMP! 
WHAT'S HAPPENING? 


TEE, HEE! I HAVEN'T THE 
HEART TO TELL SCAMP 


THAT HE'S CHASING A 
HARMLESS 
LITTLE MOUSE! 


I'VE GOT HIM ON THE 
RUN! OH, BOY! I Wish 
POP COULD SEE ME NOW! 


) NOW WE CAN LEAVE, 
PEG! AHEM! I've = 
DERATTED THE =| COME ON, I WANT YOU AS 
~ SHIP! A WITNESS WHEN I TELL 
POP WHAT IVE DONE! HE'LL 
BELIEVE ME IF YOU BACK 


|) HE WOULDN'T LIKE IT IF HE KNEW : YOU WON'T TATTLE ON 
I DISOBEYED! sHuCcKS! NOW I : ME . WILL YOU, PEG 7 


CAN'T TELL HIM HOW BRAVE 
IVE BEEN! 


L THOUGHT YOU. SAID TRAMP. 

WARNED YOU NOT TO TANGLE 

WITH THOSE VICIOUS 
CREATURES !? 


WE'LL BE THE ONLY ONES WHO WILL 


ACTUALLY KNOW WHAT A BRAVE, =k RIGHT! A CHIP OFF 


§ COURAGEOUS, FEARLESS LITTLE: 
TIGER YOU ARE! 


THE OLD BLOCK! 


Warr Disney's 


WASN'T THAT NICE OF OUR ae 
MASTERS TO GIVE YOU ANOTHER: THEY'RE KEEN, MOM— THEY'RE GOOD AS NEW! 
SET OF COLLARS? THEY'RE BUT WHAT DO WE DO WITH IT'S A SHAME TO THROW 
SUCH A PRETTY RED! OUR OTHER COLLARS? 


THAT'S A SWELL IDEA! THOSE POOR CHIHUAHUA 
PUPS HAVE NEVER HAD COLLARS OF THEIR OWN! 


T HAVE AN IDEA! WHY DON'T 
YOU GIVE YOUR OTHER COLLARS TO, 
PEDRO'S SISTERS 7 THEY'RE 
NOT AS FORTUNATE AS 
YOU ARE! 


| YOU KNOW WHERE THEY 
LIVE, SCAMP — YOU'VE 
BEEN THERE MANY 
TIMES BEFORE! 


SURE, MOM! ACROSS 
THE TRACKS AND BEHIND 
THE SHACK NEAR THE 
DAIRY FARM! 


WELL, ALL RIGHT! 
YOU MAY GO! 


LET'S HuRRY! IT. ISN'T A REGULAR FARM— 
IM ANXIOUS TO ITS A Davey FARM WHERE 
SEE THE FARM THEY RAISE MILK ! 

THEY LIVE BY! » 


H warcu your sistees scamP! 
AND YOU THREE MIND YOUR 
BROTHER! 


WELL, HERE WE ARE! Z'LL INTRODUCE 
YOU TO PEDRO AND HIS SISTERS-THEN 
= I'LL SHOW YOU THE FARM! 


WHO EVER HEARD (You'Lt see! l WITHOUT YOU, 
OF AISING MILK?) i Pe 7 


~ < |/¢ Foor! 5 
WHY DID Ee 
Tuey Have 7 


TO COME 


YOu'D BETTER WAIT FOR ME! 
YOU GREENHORNS ARE LIABLE 
TO GET INTO TROUBLE} 


TEE, HEE! LISTEN To 
LITTLE MR, 
KNOW-IT-ALL! 


BUENAS DIAS, SCAMP! | i HOW YOU BEEN, AMIGO? AND 
LONG TIME NO SEE! e - HOW EES YOUR PAPA AND MAMA? 


| FINE PEDRO! UH... 
I WANT YOU TO MEET, 
MY SISTERS! gt 


PEDRO THESE ARE MY BUENAS DIAS, SENORITAS! YOU ARE es : 
SISTERS... AND THIS IS VERY PRETTY—LIKE LADY, Your MAMA! ) WIN THANK you! 
SENOR PEDRO! ——$—<——, I'S NICE TO MEET 
é YOU, SIR! 


AND CHICITA ! PRESENTS... THESE. 


COLLARS! ¥/| 7 NG 


AND THESE ARE MY SEESTERS — HELLO! UH... WE i 
ROSITA, JUANITA, CARMELITA BROUGHT YOU SOME. HANK YOU! 


I GEEVE YOU A BiG ‘OH, SHUCKS f 
KEES ,T THEENK } (GULP!) 


WHILE SCAMP IS BUSY 
HAVING HIS FACE WASHED, 
LET'S LOOK AROUND 
THE FARM! 


I THINK ScAMP WAS} | YEAH , THE 
KIDDING US ABOUT SMARTY! 
\ THIS MILK RAISING! 


OUT OF PIPES LIKE 
WATER! YOU-CAN'T 
RAISE IT LIKE 


MILK MUST COME i 


WHAT DO YOU SUPPOSE 
THOSE STRANGE~LOOKING 
ANIMALS ARE? 


WOULD YOU 


PLEASE TELL us Je 
WHAT IN THE : 
WORLD : 


YOU ARE? 


RUN FOR 
Your Lives! 


TILL MAKE THE 
BOOL CHASE ME, 
AND GIVE THEM A 
CHANCE TO RUN 
Away! 


CARAMBA! THE 

BOOL EES AFTER 

YOUR SEESTERS. 
SCAMP! 


QUEEK! You 
MUST DO 
SOMETHINGS! 


ND 


‘STOP, YOU BEEG 
BOOLY BULL! 


WHY DON'T YOU PEEK ON 
SOMEBODY YOUR OWN SIZE ? 


UICK, SISTERS — JUMP 
THROUGH THE BARN 
WINDOW! 


WHY, IT'S AML S 

‘SCAMP WASN'T 
SPOOFING! THEY 
MUST RAISE IT 
HERE IN THIS 


BUC 


EVIDENTLY 
THEY GROW IT 
IN THESE 


OR, HE WEEL MAKE YOU FLAT 


LIKE A TORTILLA! 


I'M AT 
FULL SPEED 


NOW, PEDRO! 


(stor. you BEEG BUNCH OF JM 
=, HAMBURGER, YOU! (| 


STOP, BOOL OR I MAKE 
CHILI CON CARNE WEETH 
é You! 


= 
i. \ : 
a re < SS: : 
HAL He THOUGHT \ eS an 
[: WAS GOING INTO & = 
es 


ADIOS, AMIGO! I AM NO 
LONGER WEETH YOU! 


TLL TAKE 
CARE OF HIM, 
PEDRO! 


coors! 


HE'S STILL 


COMING! 


MY, ISN'T SCAMP BRAVE ! 
MAKING THAT BULL CHASE 
HIM TOOK COURAGES 


UH-OH! TR 
AM LOSING J” 
SUM GREP! 


AND HE DID IT 
UST TO SAVE 
us! 


(PUFF! PUFF!) I GIVE UP! 
JM HEADING FOR THE HILLS! 


I uusT HOPE 
| My SISTERS DON'T 
REALIZE IM 
RUNNING AWAY! 


x zn 


YOU'RE SMARTER THAN WE THOUGHT! 
= THE WAY YOU STOPPED THAT BULL WAS 
YOUR RED COLLARS ARE WHAT MADE HIM CHASE YOU! TOO CLEVER FOR WORDS! 
BULLS GET MAD WHEN THEY SEE RED! |T WOULDN'T: aE 
HAVE HAPPENED IF YOU HAD STAYED WITH ME! ] 


WE'RE SORRY, } UH...YES ! 
BROTHER DEAR! = FATHAT TOOK REAL 
= <j] BRAINPOWER! 


/ You were ricxt || e E MEM! YOU'LL GET NO | 
ABOUT RAISING THE MUCH WISER THAN WE J o ARGUMENT FROM ME 
MILK, TOO! ARE, DEAR BROTHER! _\ ON THAT STATEMENT— 


They're all a-chatter 
with funny patter! 


. CHIP 'N'DALE igosipecen 


Waur Disney's 


IT SURE IS 
FUN To TIP OVER 
TRASH CANS! 


ONES... 
Di Py — 


A PLEDGE DELL TO PARENTS 


The Dell Trademark is, and always 
Ri th 


it contains only good 
LLL COMIES ARE Goon Comes” 
is our only credo and constant goal. 


